CHRIST  CHURCH  IN  PHILADELPHIA 
Second  Street  above  Market 

Founded   1695  Built  1727 

The  Chancel  showing  the  first  Pallodion  Window 
in  this  country;  the  Gostelowe  Holy  Table  built 
in  1788;  and  the  Wine  Glass  Pulpit  designed  and 
made  in  Philadelphia  in  1770. 
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